AN  INTERPRETER   OF   ENGLAND

has taken Mr. Lloyd George fifteen hundred
pages to tell the truth about the Peace Treaties,
so it is useless my attempting to do so in
fifteen sentences* I had some part in the
events which followed, but it is in no spirit of
self-vindication that I shall comment on them
to-day. There are some statesmen who have
never made a mistake: I am not one of them,
but I leave a final judgment to those who shall
come after us. None of us is free from blame.
Whatever the faults of European statesman-
ship I am bound to agree with Mr. Lloyd
George in regarding the rejection by the
United States Congress of the Versailles Treaty
and the Covenant and the physical collapse of
President Wilson as a major disaster. It
removed from the arena the most powerful,
disinterested and impartial signatory. Fifty
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